394                                ADDENDA
Page 241. Estimation of Carbon monoxide. Sinnatt and Cramer (Analyst, 1914, p. 217) recommend the iodine pentoxide method for which they give detailed prescriptions.
Moser and Schmid (Z. anal Chem., 1914, p. 217) convert the carbon monoxide into dioxide by passing it through precipitated mercuric oxide, and estimating the CO2 formed by absorbing it in JV/4 barium hydroxide solution and retitrating the excess of the latter.